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INFO SECSTATE WASHDC 8119 
AMEMBASSY WELLINGTON 

UNCLAS PARIS 08416 

E.O. 11652: N/A 

TAGS: NATO, SENV, TGEN 

SUBJECT: CCMS: EIRST GEOTHERMAL IMPLEMENTATION 
CONFERENCE 

REE: A. USNAT0 1861 B. PARIS 8370 

IN RESPONSE REF A, SANGNIER'S REQUIREMENT FOR INTER- 
PRETER (REF B) BASED ON HIS LACK OF WORKING KNOWLEDGE 
OF ENGLISH. 
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